64       DOCKETED ITEMS
-8503200175 Insp Repts 50-269/84-34,50-270/84-33 & 50-287/84-37 on 841211-850110.NO noncomptiance or deviation noted.Major areas inspected:operations,surveillance,maint,previously identified items & emergency drills. BRYANT.J.C. Region 2, Office of Director. 85/02/08. 5pp. 29458:073-29458:077.
8503070339 Forwards response to requests for addl info re 831111 & 840814 requests for exemptions to 10CFR50,App R.per 850103 telcon.W/seven oversize drawings.including one illegible. Aperture cards available in PDR. TUCKER.H.B. Duke Power Co. 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. STOLZ.J.F. Operating Reactors Branch 4. 34pp. 29257:125-29257:160.
8503080218 Forwards Rev 12 to security plan.Rev withheld (ref 10CFR73.21). TUCKER.H.B. Duke Power Co. 85/02/28. GRACE,J.N. Region 2, Office of Director. 2pp. 29274:359-29274:360.
8503140110 Advises that NRC review of crisis mgt plan included sections of Revs 10-13 instead of only Rev 12 as referenced in NRC 850129 Itr.
BROWNLEE.V.L. Region 2, Office of Director. 85/03/07. TUCKER.H.B. Duke Power Co. 1p. 29357:167-29357:167,
8503150482 Revised emergency plan implementing procedures.including HP/O/B/ 1009/10 re quantifying gaseous releases through steam relief valves & HP/O/B/ 1009/11 re oftsite dose from uncontrolled release of radioactive matls.W/850307 Itr. TUCKER.H.B. Duke Power Co. 85/03/07. GRACE.J.N. Region 2, Office of Director. 43pp. 29371:001-29371:044.
H. General correspondence
8503050304 Advises that 850208 inquiry re constituent concerns on groundwater contamination at facility near Keowee Key.SC forwarded to NRC for response. JETER.C.R. Environmental Protection Agency. 85/02/28. O'BRIEN.G.M. House of Rep. 4pp. 29215:180-29215:182.
J. Insurance & indemnity information
8503250215 Forwards Endorsements 102.36,18 & 74 to NELIA Policies NF-164.NF-252.NF-281 & NF-230,respectively.
HOGGE.S.D. Marsh & McLennan, Inc. 85/03/15. DINITZ.I., Assistant Director for State & Licensee Relations. 5pp. 29491:065-29491:069.
P. Operating license stage documents & correspondence
8503050275 Advises that response to 841226 Itr identifying open items re Multi-Plant Action C-14, "Emergency Feedwater Sys," will be provided by 850326,following review of status rept.
TUCKER.H.B. Duke Power Co. 85/02/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29210:200-29210:201.
8503040218 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, allowing for performance of 10CFR50.59 reviews for future core reloads.previously submitted as Tech Spec amends for review & approval.
TUCKER.H.B. Duke Power Co. 85/02/22. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29184:218-29184:265.
-8503040221 Proposed Tech Specs allowing for performance of 10CFR50.59 reviews for future core reloads.previously submitted as tech Spec amends for review & approval.
*  Duke Power Co. 85/02/22. 46pp. 29184:220-29184:265.
8503080404 Forwards Rev 8 to "Inservice Testing Program," addressing issues discussed in 841113 & 14 meetings.Typos & inadvertent errors identified in addendum to Rev 8 will be corrected in next rev.Fee paid.
TUCKER.H.B. Duke Power Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. STOLZ.J.F. Operating Reactors Branch 4. 1p. 29273:007-29273:154.
-8503080405 Rev 8 to "Inservice Testing Program." ROHDE.K.G. Duke Power Co. 85/02/04. 143pp. 29273:008-29273:154.
8503210437 Forwards safety evaluation of upgraded shift technical advisor program for facilities.Program acceptable.
STOLZ.J.F, Operating Reactors Branch 4. 85/03/07. TUCKER.H.B. Duke Power Co. 2pp. 29479:181-29479:186.
-8503210439 Safety evaluation accepting upgraded shift technical advisor program for facilities.
*   Office   of   Nuclear  Reactor  Regulation,   Director.  85/03/07.   4pp.  29479:183-   ' 29479:186.
8503210348 Notification of 850321 meeting w/util & BNWL in Charlotte.NC to discuss views on regulatory requirements believed to have marginal importance to safety & high burdens to utils or NRC.
NiCOLARAS.H, Operating Reactors Branch 4. 85/03/13. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29479:247-29479:249.
8503290189 Application for amends to Licenses DPR-38.DPR-47 & DPR-55, revising Tech Spec 3.7.2 to allow one-time extension of inoperability for 10 days per battery to install new Keowee batteries & battery racks.Fee paid.
OWEN.W.H. Duke Power Co. 85/03/19. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. STOLZ.J.F. Operating Reactors Branch 4. 3pp. 29560:052-29560:062.
-8503290195 Proposed change to Tech Spec 3.7.2(e)2,allowing one-time extension of inoperability for 10 days per battery to install new Keowee batteries & battery racks.
*  Duke Power Co. 85/03/19. 8pp. 29560:055-29560:062.
8503270069 Provides add! info re seismic qualification of reactor trip sys shunt trip attachment & informs of progress on proposed Tech Spec amend requiring testing of CRD trip breakers to verify operability of shunt & undervoltage trip attachments. TUCKER.H.B. Duke Power Co. 85/03/20. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29527:311-29527:312.
8503270302 Advises that response to open items identified in Multi-Plant Action C-14 re emergency feedwater sys.per NRC 841226 Itr.will be submitted by 850409. TUCKER.H.B. Duke Power Co. 85/03/20. DENTON.H.R. Office of Nuclear Reactor Regulation,  Director. STOLZ.J.F.  Operating  Reactors  Branch  4.   1p.  29527:138-29527:138.
Q. Inspection reports, IE Bulletins & correspondence
8503010388 Requests NRC interpretation of requirements of 10CFR20 re posting of pond located in unrestricted area containing greater than 10 times 10CFR20 quantities of licensed matl. Subj remains insp rept open item.
TUCKER.H.B. Duke Power Co. 84/10/05. PLAINE.H.H. Office of the General Counsel. 4pp. 29162:238-29162:255.
8503060029 Ack receipt of 841025 & 850111 Itrs informing NRC of steps taken to correct violations noted in Insp Repts 50-269/84-20,50-270/84-19 & 50-287/84-21. 0'REILLY,J.P. Region 2. Office of Director. 85/02/05. TUCKER.H.B. Duke Power Co. 1p. 29250:256-29250:281.
-8503060032 Suppls 841025 response to NRC 840927 & 1212 Itrs re violations noted in Insp Repts 50-269/84-20,50-270/84-19 & 50-287/84-21 .Corrective actions:cited boxes surveyed & labeled appropriately.
TUCKER.H.B. Duke Power Co. 85/01/11. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29250:257-29250:258.
-8503060034 Ack receipt of 841025 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-269/84-20, 50-270/84-19 & 50-287/84-21 .Assessment of response encl. Supplemental response requested within 30 days, O'REILLY.J.P. Region 2. Office of Director. 84/12/11. TUCKER.H.B. Duke Power Co. 5pp. 29250:259-29250:263.
-8503060041 Responds to NRC 840927 Itr re noncompliance noted in Insp Repts 50-269/84-20,50-270/84-19 & 50-287/84-21.Corrective actions:all nonwaste shipments being evaluated for special nuclide identification.w/emphasis on sampling. TUCKER.H.B. Duke Power Co. 84/10/25. O'REILLY.J.P. Region 2. Office of Director. 4pp. 29250:264-29250:267.
-85030600&8 Forwards Insp Repts 50-269/84-20,50-270/84-19 & 50-287/84-21 on 840820-24 & notice of violation.
LEWIS.R.C. Region 2, Office of Director. 84/09/27. TUCKER.H.B. Duke Power Co. 2pp. 29250:268-29250:281.
-8503060072 Notice of violation from insp on 840820-24. * Region 2, Office of Director. 84/09/27. 2pp, 29250:270-29250:271.
-8503060082 Insp  Repts  50-269/84-20,50-270/84-19 & 50-287/84-21   on 840820-24.Violations notedfailure to ensure that radioactive matl shipment complied w/DOT requirements & failure to properly label containers of radioactive matl. WEDDINGTON.R.E., JENKINS.G.R. Region 2, Office of Director. 84/09/07. 10pp. 29250:272-29250:281.
8503060262 Discusses policy re proprietary review of insp repts. Licensee responsible for informing inspector if mails considered proprietary.
OLSHINSKI.J.A. Region 2, Office of Director. 85/02/05. TUCKER.H.B. Duke Power Co. 2pp. 29250:362-29250:363.
8503200160 Forwards Insp Repts 50-269/84-34,50-270/84-33 & 50-287/84-37 on 841211-850110.No violation or deviation noted.
BROWNLEE.V.L. Region 2. Office of Director. 85/02/11. TUCKER.H.B. Duke Power Co. 1p. 29458:072-29458:077.
-8503200175 Insp Repts 50-269/84-34,50-270/84-33 & 50-287/84-37 on 841211-850110.No noncompliance or deviation noted.Major areas inspected:operations,surveillance,maint,previously identified items & emergency drills. BRYANT.J.C., SASSER.M.K., DANCE.H.C. Region 2, Office of Director. 85/02/08. 5pp. 29458:073-29458:077,
8503070651 Ack receipt of 850201 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-269/84-32, 50-270/84-32 & 50-287/84-36. BROWNLEE.V.L Region 2, Office of Director. 85/02/21. TUCKER.H.B. Duke Power Co. 1p. 29265:061-29265:061.
-8503070654 Responds to NRC 850102 Itr re violations noted in Insp Repts 50-269/84-32,50-270/84-32 & 50-287/84-36.Corrective actions: mgt will continue to emphasize proper documentation in initial & ongoing training programs.
TUCKER.H.B. Duke Power Co. 85/02/01. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29265:062-29265:063.
-8503070657 Forwards Insp Repts 50-269/84-32,50-270/84-32 & 50-287/84-36 on 841118-1210 & notice of violation. BROWNLEE.V.L Region 2, Office of Director. 85/01/02. TUCKER.H.B. Duke Power Co. 2pp. 29265:064-29265:065.
-8503070660 Notice of violation from insp on 841118-1210. * Region 2, Office of Director. 85/01/02. 1p. 29265:066-29265:066.
-8503070663 Insp Repts 50-269/84-32.50-270/84-32 & 50-287/84-36 on 841118-1210.Noncompliance noted:incomplete documentation re controlling procedure for unit startup.
BRYANT.J,, SASSER.K.. DANCE.H. Region 2, Office of Director. 84/12/31. 8pp. 29265:067-29265:074.
8503110023 Advises that date to begin testing first masonry panel to resolve outstanding item in IE Bulletin 80-11 delayed until 850321 Testing delay result of delays experienced by ongoing test program using univ facilities.
TUCKER.H.B. Duke Power Co. 85/02/25. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. STOLTZ.J.F. Operating Reactors Branch 4. 2pp. 29307-127-29307:128.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York. Inc. 113pp. 29196*147-29196:258.(formerly Virginia Electric & Power Co.), 2pp. 29357:036-29357:044,
